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SUBJECT: HELICOPTER INFRARED DEFLECTOR KITS 
REF: MUSCAT 1003 

1. BELL HELICOPTER ADVISES THAT CERTAIN PARTS WERE NOT 
INCLUDED WITH SHIPMENTS OF 22 INFRARED DEFLECTOR KITS, 
BUT WERE SHIPPED SEPT 10. 

2. TO ASSURE COMPLETION OF PROPER INSTALLATION, BELL 
HAS JUST DECIDED SEND ENGINEER, MR. BILLY A. OWENS, 

TO MUSCAT. OWENS ARRIVING WASHINGTON SEPT 12 EN ROUTE 
TO MUSCAT. WILL ADVISE FLIGHT AND ARRIVAL TIME MUSCAT 
WHEN KNOWN. KISSINGER 
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